
Benson & Hedges Ultra lights 5 mg ‘tar.' 04 mg mcotine-Alpme 

15 mg 'tar." 1 0 mg mcotine-Basic and Cambridge 16 mg 'tar' 

1 1 mg mcotme-Menf 8 mg 'far,' 06 mg nicotine-Parlwnent ligbrs 
and Virginia Slims lights 8 mg ‘tar." 0 7 mg mcotme-Marlboro 

16 mg Mar.' 11 mg nicotine av pet cigarette by FTC method 


SURGEON GENERAL'S WARNING: Quitting Smoking 
Now Greatly Reduces Senous Risks to Your Health. 









